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nuu or 


Dally one year, by nail..... 
•• OO 
Dally alx ammtfe* " 
.................... BOO 


Weekly o»e »e«r, by mail 
« 
» «MJ 
Weekly atx»o»th» " 
1 O« 


The Dally, eoaUlal»| lateet telegnvhla news, 
to pablishsd every day except Mondays 
The 
Weekly la published on Saturdays 


NEW GROCERY STORE. 


S 


B. KEMP * CO. U»-?« erect'd • bnildln« on 
• 
Mill street, aait of lh« BlT«r»lde 8t»bl«i, 


and will op«n a 


GROCERY STORE. 


There neit Monday 
They intend to keep a full 


•took and Bell 


CHEAP FOR CASH. 


Orders By Telephone 


From the South Side Htorf or thr Central Office at 
the Kr-no "111 & Lumber Go's st r« will receive 
prompi attention st K 0. WiH'n btore or »t S B. 
Kemp 4 CD'S 
oct23tf 


THE YL&VI COMPANY. 
H 


OME OFFIOK AWD 
IABRATOKX1. 


Ne»« Avenue and Vullejo street San Frau- 
oiico. Keno Office at Mm B E H.anter'8 
Ladles 
invited to call and investigate whether they 
to purchaae or not 
t uil9 
MBM B E HCM'KB, Fonrth St. 


Manager of W»«hoe county, NeT 


MBS E. FOWLFlt, 


Affent at Wartawnrth 


CONSTIPATION 


Is called the "Father of Diseases." 
It i? caused by a Torpid Liver, 
and is generally accompanied with 


LOSS OF APPETITE, 


SICK HEADACHE, 


BAD BREATH, Etc, 


To treat constipation successfully 


It is a mild laxative and a tonic to 
tho di-jpptive organs. By taking 
Simmons Liver Regulator you 
promote digestion, bring on R reg- 
ular habit of body and prevent 
Biliousuta-? and Indigestion. 


"My 
vf fc WT; -sore y distressed \ ith foiitip* 


II ,11 -XI 
! mill.''!"!,:, 
f > l l O « . C l l 
VMt'l H ! r < d > 
I'llM 
Aft-r f ur mouths u,<- oi l immiiiu I 11 i '•• 
ill i or 


she i- ilrnc i entirely relieve I, K umiii, ircni'ta 
.11 1 il^l 
— \V i' LBBI-I 
UUaw-ue, O.iiu 


<' <>;,!>/ t 


M tl e V. r i 


Genuuie, 


M:. 


THE 
PIONEER 
CLOTHING 
HOUSE. 


Overcoats and Heavy Underwear 


It)R THE WINTER. 
• 


Make a toar of inspection, and if you're uot a good judge of values, bring yoor 


wife or friend with you, who is. It will prove once for all tbat we sell ready-to-wear 
clothes which fnlly equal, and even surpass the »veiag« custom clothes, Tb« only 
difference ia in ths price. 
Our* it atont hotf 


M. NATHAN, 


VIRGINIA ST., BENO NEV. 


An Improved Shuttle. 


A shuttle manufacturer in Massa- 


chusetts has effected an improvement in 
that mechanism which promises to be of 
considerable practical value in the oper- 
ations of woolen mills. In lieu of the 
ordinpry hinged spindle for receiving 
and holding the bobbin of yarn, a abort 
rigid spindle ia employed in combination 
with two holding jaws, one above and the 
other below the head of the bobbin; the 
latter they clasp and securely hold in a 
central position, a single fcpiral spring 
being arranged in the base of the shut- 
tle so as to exert an equal pressure on 
the bobbin holding jaws, between which 
it is placed. As a result of this unique 
construction nil splitting of the bobbins 
arising from the use of the long pointed 
hinged spindle is obviated, with a conse- 
quent saving of wiiblo yarn The trouble 
fiom the breaking of tins 3 am by the 
canting of the bjnntDe point 111 the weav 
ing opeiaUon it-, also meicome.—New 
York Hun. 


lie lollonn1 Uip .,V»!\lce. 


A httlo jobbing c.iipentti, unable to 


.jtt hi-, a-c'ount for \\oilc done paid by 
ui-, I/iti- tniploi cr, IM 1 .it la'-t taken 
u ti PI «'.:.'iinst him 
Tuc c iso taint1 on 


tui tM.ti, dtfi ii'l.uit nut .ippearing, and 
nit 11. MI UP 
% .'s bneilj n, mating the 


f, ,t - 


Ai.il did \'>u then c .ill at las house 


u n i ' t m nd pajment'' asked the inag- 
i "-i ite 


' i (1 (1 " 
"\V luf did hi» sjj'"" 
• lie tuiULil i .( out ot doois and told 


me to "O to ij.j jo inilinothei." 


"Oh1 And v.h t d»il you do then?" 
"1 caiuc on htie tor a summons."— 


Iioudoii lit-Bits. 


Sneet Solituilw. 


We read in a Swiss paper the follow- 


ing advertisement: "Wierbach, in the 
Bernese Oberland, is the favorite resort 
of all persons in search of solitude. 
Hence this peaceful hamlet is frequented 
by a crowd of visitors fiom all paits of 
the woild.'—T.ibime 


BOOTS AND SHOES. 


THE CHEAPEST! 
THE BEST I 


T^SSEUL, BROTHERS, 


Pott ling's New Building, 
- 
- 
- 
- 
East Side ef Virginia Street 


IIIIMlSlllll f- -"-f " 
" 
the 


" — •' — — • 
Let** and Moet OOBpMe Dtoefc at 


PmE Boots and Shoes, 


B 'J Y <i-M- H EN D E RSON 


RATED RED SCHOOL AHQUSE2HO 


Shoes, Slippers and General Footgear foi Ladies, Youths and Misses 


That hay* «T«r bMB moalT«d In ttd* oity. The public la InTlUd to «all and Inapaet them. 


««•«• sail SD«e« «ad« «• Order. Repairlm* Jf«»Hy »•••. L**Uh«u> and Find 
Inc* » np«< laity. 


Oue'ttion. 


He — Is my hat on stuug'it? 
She— Yc--. The idea! 
Why do you 


ask such i quebtion? 
He — 1'in goiug ont in a canoe — Good 


OaU a»ily and eeovro 


Mail Orders will Beoeire Prompt Attention. 


J. B. McCULLOTJGOEJ, 


DRUGGIST AND APOTHECARY' 


IOOMMEEOIAL EOF, EENO, NEVADA. 


Prescriptions Carefully Prepared from the Purest Drugs Onlj. 


AN EliECrANT A8BOB1MEKT OF TOILET ABTIOLE8.J 


Picture Prmes, W» 
Paper, Panits, Oils, Glass, Etc. 


Agent for THE WHITE Seeing Machine. 


WIELAND'S LAGER, 


PARRY & EVANS, 


Sole Agents for the State of Nevada or the sale of ta4 John 


Wieland Brewing Company's celebrated pure and 
GENUINE LAGER BEER, 


Headquarters and bottling house at— - 


T? TCP "NT <~} 
~F>J~ "FT. "V A T") A 
Jti J±i J-N V^fj 
LN Jdt V -£X- J-J -d_. 


Favorable terms given to the wholesale trade, and all or- 


ders for general and familv use promptly filled and attended to 


Children Cry for Pitcher's Castorta 


Dangerous Champagne. 


The well known epicurean taste of 


the French people seeins to have driven 
some of them to their wits' end in order 
to satisfy the appetite in an inexpensive 
manner. 
In 1803 a Fienchman invented 


and obtained a patent on ,i process for 
making sparkling wine or champagne 
at a price bringing it within the reach 
of all. His process is to take a bottle of 
ordinary still wine and pour into it a 
certain quantity of "Dutch bronze 
powder." The waiter then ia instructed 
to shake the bottle violently before serv- 
ing it to the customer. This, the in- 
ventor says, "will disturb the brilliant 
particles of powder, causing them to cir- 
culate through tho wino, si\">g lk ^nu 
appearance of a high grade sparkling 
wine." 
Dutch bionze is chemicalh 


known as biumriate of stannan, and ib 
poi»onou«. It is that subbtance in uianve 
ink which so quickly ea.ts away a steel 
pen.—New York News. 


W. O. H. MARTIN. 


W. O. H. MARTIN, 


DEALER 
IN 


H A R D W A R E 


Bar Iron, Barbed Wre, Steel, 


O 


LIME, PLASTEB, CEMENT, 


Buckeye and all Other Kinds of Machine Extras a Specialty 


GROCERIES, LIQUORS, TINWARE, 


AND CROCKERY. 


Commercial Row, Reno, Nevada. 


Win. Henry. Secretary. 


K 
r- li«ud«r. Vim frnxld nt. 


First Nutloual Bank. Treuurw. 


RENO MILL AND LUMBER CO., 


Wholesale and tie tall Dealers in 


Rough and Dressed Lumber, Wood Turnings, Windows, 


Doors, Blinds, Mouldings, Pickets, Shingles, and Packing Boxes, 


BIB MATBEIAL or Aia, Knnxa. 


WALL PAPER OP EVERY^DESCRIPTION. 


Builders' Hardware, Paint, Oils. Glass efe 


RENO, NEVADA. 


Capital paid in 
$200,000^00 


Surplus Pund 
100,000 00 


$300,000 00 


Deposits Received on Favorable Terms. 


Money Loaned on Approved Secnntv 


Exchange Bought and Sold throughout the United States and Europe. 
Take Tele- 


graphic Transfers. 


OFFICERS: 


D. A. Bender 
President 


O«o. W. Mapes 
Vice President 


O. T. Bender 
Oaahter 


G«o. E. Taylor. 
Apst. Cashier 


DIRJEOTOho. 


W. O. H. Martin, 
O. W. Mapes, 
D. A. Bender, 


A. H. Mannin 
O. E. Paxton, 
F. M. Lee, 


O. T. Bender. 


By the Month or Year, at 60 ocntg per Month. 


Education. 


What sculptuio is to «i block of mar- 


ble, education is to a hniiia.i sotil. The 
philosopher, the saint uail the hero, the 
v^ise, the good .ind the great man veiy 
often he hid and concealed in a plebeian, 
which apioper education might have 
clibiuterred and brought to light.—Ad- 
dison. 


& 


DBALBBS IS 


Groceries, Provisions, Notions, Tobacco and Cigais, Etc, 


ALL^QOODS SOLD AT LOWEST GASH BATES. 


atisfaction Guaranteed. Terms Cash, or 30 days, with Ap- 


proved Security. 


COUNTRY PRODUCE TAKEN IN EXCHANGE. 


G-oods Delivered to All Parts of the 
Free of Charge. 


RUSS HOUSE. 


M 


ONTGOMERY Street, extending f rotn^Pln* to 
Bush, San Francisco, 
CONTAINING 3OO ROOMS. 


YOUNG & CONNOLLY, Proprietors. 


TERMS: 


01 OO, $3 OOand $3 OO Per Day 


Lower terms for excursion and other large parties. 


Fr«e coach to and from the hotel: 


DiXON BROTHERS, 


AND BETATJ. BCTOHEB8. 


T. K. HYMCRS, 


T 


BTTOKT.4 -TV AT, FEED 
ABO 
BALE 


SHERIFF'S SALE. 


Cecelia Prater, formerly Cecelia Warren, 


Warren and 0»cella Prater, formerly O 
•Warren, guardian of the person and c»t 
John 8 
Warren and Wellington 8. Wa 


minors, plaintiffs, 
YS. 


I. H. Ball and HarrUt BaH nil wife, defend*,,,,,- 
U 


NDER AND BY Y1RTTTE OB' AN OHD 
of sal», and decree of foreclosure 
trd s 
issued out of the District Court of the SUte o 
Nevada fo« Washoe county, on the 3d day of No 
vembtr A V . 1892, In the abov entitled suit. 
wb>rein the above named plaintiffs obtained a 
judgment and decree of foreclosure and Bale 
ianlnst the said d fondants on the 3d day of No- 
verober, A. D., 1892. for the sum of «5,86* 8% to- 
gether wltu accruing costs and Interest, I am com- 
maml»d to sell at public auction all the right, 
title and Interest of the said defendants, I. H. 
Ball and Harriet Ball, his wife, in and to the fol- 
lowing described property: 
All those Certain 
lots pieces ' r parCBls of land situated in Wasboe 
oonnty, Nevada, and described as fellows, to-wlt: 
N..rth H of the NW fractional *; the SB * of the 
N W « and the NW \ or the NE M of Section 18, in 
Tnwnihip 17 N , E 20 E . M D. B. M , containing 
158 49-l.nfacres according to the n S survey, also 
the w-tter, -water rights, riitches and easemen s ap- 
pertaining to an'i uned for the irrigatlenof said 
land 
Also all that certain lot, pi-ce or parrel of 


land situate, lying and being in Wasuoe. county, 
State of Nevada, and described as follows, to-wlt 
The 8W * of the NIC Ji of Section 18, in Township 
17 N B. 20 E, M. D, B M , containing 40 acres, 
together with all and singular the tfnemeuti', 
hereditaments and appurtenant* taereto belonging 
or in any wi*e appertaining 
Public notice is hereby given tnr.t on 


Saturday, the 5th day of December, 1808, 
At 12 o'clock M. of said day, in fiont of the Court 
Home a»or of th» county of Waohoe, 1 will, in 
obedience to said ordar of »«le and decree of fore- 
closure and sale, sell the above described property 
or su much thereof as may be necessary to satisfy 
•aid Judgment with Interest, costs, etc. to tne 
highest and best bid e'er for gold coin of the 
United States. 


Dated November 13 1892. 


NEVADA STATE 


J O U R N A L ! 


Published Daily and Weekly. 


Also Ag«nt for the Celebrated Wrought Iron I'enoe. Designs and Prices sent upon 


application. 
LINE MILLS, 


Clear and Common Lumber 


Daily by Mail, one year 
6 00 
" 
" " 
six months 
3 ' 00 


Weekly, 
" 
one year 
2 00 


" 
" " 
six months 
1 00 


Daily, by Carrier, per week 
, 
15 cents 


Laths, Shingles, 


Wood and Posts. 


Address: 
S. A. HAML1KT, Reno, Nev., or Marmol, Nev 


• IN • 


HENRY B. RUJLE, 


BTAil , 
Cor. Bl«rr» and Beoond Sts Beao . H»Y. 


men, 
|»nd N»ddl« 


TO LET - 


Hor*o 


U Horses Boarded by th Cay, Week at Month 
T»rms to salt tk>* time*. 


•sarWe hat* also attached a large tT»y Tvd 
with good Stable*. Also Onrrala tot loo** stock 
allw*ler*4 
HB\B8B TO LBT . 


SANITY TUQ HOLDER. 


TNO Green, who hai been In the carriage mak- 
tl Ing business for 22 year*, has purchaned he pat- 
ent right for Washoe oonnty for i s»fety tug hoi. 
der, thoiimplidty and usefulness of which will 
commend Itseif to eTerybody. It is cheap, durable 
and reliable, and It should be on eteiy singletree. 
The price ia 91 per pair. Call at Mr. ureent shop 
on Sierra street, Bena. 
noTlw2 


LIFE.INSURANCE 


REAL 
ESTATE 


REAL ESTATE AGENT 


Agent for The Mutual Life Insurance Co., of Nev 7ork, 


AND THE LEADING FIEE INSUBANCE COMPANIES. 


Business In City or Country Promptly Attended to.' 


•Real Estate Bought and Sold on Commission. 


in THOMPSON'S BLOCK. VTROINIA ST.. RKWO. 


-T-ir 


Presli Beaf, Pork, Mutton, Veal and 


Sausage Constantly on Hand. 


HAM. 
BACON AND DRIED BEEP. 


Shop— Corner Commercial 
Bow and Sierra 
itmt A star* ef the public patnnag* solioJtcd 


8. W. 
E. B. OOFFHI. 


COFFIN & LARCOMBE, 


Breeenaa, Tropical Fraiis, 7sf!tablas, Etc 


FRESH FISH. 


ROBTH BIDE OF B. B. TBAOK, 
BTBXKT. 
. 
fteMJ 
• 


FOR LADIES ONLY ! 


Yon Will Find the 


PROPHYLACTIC COMPOUND 


Jut what you need. It i* the only sure abso- 
lutely ami* preventive .ver discovered by medical 
science. Every bottle guaranteed. For sale by 


J. B. WIcCUULOUOH, Reno. Nev. 


ntrfrrl 
w1>n1*>Kl* aoont for th* «tat» ol 


6 


ftNHEUSER -!- BUSCH + 


T 
f^L 
d. vjr. 


Sole Agent for Reno, Carson, 


Western Nevada for this celebrated 


Virginia City and all 


B 


081NEB1 property, corner of 8i»rra and 
Fourth streets, Lot 60x140, 
Together with 


business, (7,500. 
3 


CORNER lots on Second street, Fowning's 
Addition, f 1,200, 


4 


OORNEB lots, situate on Washington ttrs«t 
rso. 


F 


ISE ranch property, 840 acres in Grizzly Val- 
l.y, for $4,600; 820 a<-r«s in Long Valley 


with wat r and desert land, (9.000; or both pla es 
together, with buildings, and nil oihfr improve 
meets f> r (12 Oi>0, 
This land is s>tn»t<-d at th» 
bead of the Honey Lake Valley, on the N-O-O hjr, 


RCiOM cotUge. Fast Lak« nnlvh. l"t 70x140, 
tltnate <n UolTersity Avenue ;(2,COO, 


OT 70x140, situate on Second street, Pownlnn 


_§_J Addition. *600, 
T bTS 1 aid 8 Block 4, Mill street, sizn 100x150 
Ij (corn-r between Martin Ward and D C 
Wheeler), *1, 100. 
H 


AND3OMB two-stoTy dwell'ng, sltaa»ed cor- 


ner Heco^d and B^lsion street*, East Lake 


flnUb, 11 roomc, lot 75x140, »5.000, 


ou a 
, 
iu Marsh's Addition 


F 


INE ranch In Hi'mboldt counts, st-iiable for 


raiding (zrsln. and e«od meaduw land with 
outside range for st^ck raiting, 


Farm, and tlmbvr lands, stock ranges, meadow 


lands »nd buniness property in any conntr In the 
Htate, or in Jjis.on and «ii rracountl<>«, ('alifomia, 
Also some exc- llent bargains in unimproved real 
eatate in the city of Beno, 


HENRY B. RULE, 


Insurance and Beal Estate Agent, 


Thorn -wn Block Ecno He». 


ALFRED 
NELSON, 


Dealer In Imported and Domestic 


GIGARS AND TOBACCO, 


lao Gteneral \B8ortmeiit of Hats. 
Olovea and Hen's Underwear, 


And a T ari<e and Well Hslected Ha* of 


CUTLERY AND NOTIONS. 


West Side of Virginia St. Reno, r*ev. 


A Hxrble Sidewalk Marks the Btor . 
jan!6 


FOR SALE. 


320 Acres of BICE Meadow Land, 


-With good water right, at- 


dlj~i cy t^f\ 
i—^^^v* 
/k **»¥*£&• 
?!P.L/*.CH~> -trer -cvoie, 


Hno a field of BOO acre* of meadow land with 
abundance of wa'«r, for rent. 


Fur further Information apply to Oeorg* Qravea, 
Iron Tlridtfe Htnhle. Hnno, Nevada. 
1*^tf 


d)» -t f\f\f\ 
will bin you a nice home, well 
J|) J_ ^\J\J\J improred, i 


TO AD7EBTIBK OUR BTJ8I- 
ness w* will make • * life sica 
crayon free If you will send M a small pbotocraph 
of yourae.J, or any manner of your family and 
|1 M 'o pay for boxing, packing, etc. Acme Art 
Co., SO JEUi* Street, Man Francifeo. 
Wa ra- 
fer as to responalWiity to Pwlflo Bank anj Wella, 
»«T1 F«f«o fc OB. 


•3K BUDWBIS LAGEfi SBEfi. MS- 


Correspondence solicited, 


tended to. A trial will convince 
other brands in the market. 


and all orders promptly at- 


of its supeiiority over all 


WOOD FOR SALE. 


four-loot Wood Delivered 


for 95.0O a Cord. 


rave orders at lUieu Fredrick's Oljsuoe-tBt 


J.F.A1TEJB . 


CURLER & CURLER, 


T T O R N E Y 8 - A T - L A ' 


OFFIDE-In First National 
Bank Bnllding, 
Boom* * and 10, Beno, Nevada. 
an«90tf 


HAY FOR SALE. 


T" H ATE 150 Totv, more of ISM of 


CRASS HAY 


To sell, with corrnU for feMInd and cabin (o 
feeder <o Mm in. It ia good stock hay. For par- 
ticnura a« to price, etc, apply tn 


VI J BBANDOIf, 


novZtf 
Poctoffice Bui 921. heno. MOT. 


NOVEMBER 18, 1892 


VLAUMIK 
NICHOLAS 
KII.MIN. 


The intelligent police of San Francisco 


for once have performed an act which 
will give more genuine pleasure to the 
reading public who are conversant with 
George Kenan's travels in Siberia artong 
the political prisoners than anything io 
police annals which has ocrurred in 
recent years. VUdmir Nicholas Rumlo 
is governor of one of the convict 
prov 


inces in Siberia, and among his other 
distinctions in a younger brother of 
Vladmir Nicholas, 
Guntral-in Chief of 


the army of the C^ tr, who is .supposed 
to be the official cloaest to his mnnh 
thraaUned majesty, and is also a wtarer 
of the rare Diihtary distinction of the 
Cross of St. George, besides holding a 
Captaincy in the Imperial G ards. 
As a 


Siberian Govoruor 
VUUin.r 
Nicholas 


Ramin wan all (bit liU cruel muster de- 
aired. 
In the underground dungeons of 


cold BiWeria he laughed, sneered arid 
drove ->od beat over one tlioustnd un 
fortunata couvicts, exiled 
fioui 
their 


mothers, wives, siaters nnd children for 
'oil and imaginary rnniPs. 


Some monthi a;ro VUdmir Nicholas 


Rumm, in his Iro^ty, Sibuian retreat, 
grew restless and got permission of bis 
imperial master for a s:x months' 1 H.VU 
of absc net- in which to vhit the prisoueis 
of the United States in older to get 
pointeis 'or the more perfect control of 
hie unfortunate sul j,-cU. 


The C'zir, doubtless smarting under 


the strictures of Oeo. ICennan, thought 
thut pcihnps Vladmir 
might discover 


equally 
damnaiile methods of puson 


torture 'M practice in this country, and 
cordmllv gave Ins consent. 


It i» jiist four day? aj;o since Vladmir 


Nicholas Runiin 
l u n d i d in San Fian- 


ci'ifo from Yokohotnn. 
Personally the 


Rus.iitin is u shf>i t, beuvily built oi'in, 
about forty years of agp. 
His counte- 


nance is l u s t f u l nnd ciuel. 
His limbs 


are na strong as ttiose < > f en ox 
He is 


!he possessor ot a drop, foe; horn voice, 
and speaks in 
habitual impatient ac- 


cents. 


A short «hile after 
binding in Sin 


I'Vancisco Vludmir wended his way dowu 
to the city prison and bt!_iui u tour of in- 
spection upon his own hook, uuheialded 
by trumpet or even new piippr. 
He \\tis 


observed by the v i g i l a n t guardians of 
the pe ice of tho staid metropolitan city 
of 'ho 1'acific. and ordeied to vnmoos. 


V l u d m i r Nicholas Kutnin, wearer of 


the Cross of St. Gi-nrgc, and brother of 
the General in Chief of the niuiy of the 
Cznr, did not undiMsruml English, and 
furthermore was accustomed to following 
Ins own sweet w i l l , regardless of what 
other people might t h i n k or desire. 
So 


he paid no attention. 
Tho 
f a i t h f u l con- 


servators of law and 01 der thought that 
Vludmir Nicholas Rtimin was only a 
tramp who had imbibed a l i t t l e more 
tanglefoot than was a c t u i l l y nwccSsary. 
Thuy sei/fd hold of him nnd he promptly 
Bent several of them in morn ways tli.iu 
one w i t h his powerful aims. 
lie was 


howpvor, speedily ovei [lowered, ro.ninir 
und foaming meanwhik 1 liko n b u l l . lie 
yelled and cursed in Firnch, Geimnn 
and Rtisiian, the only Itmgungcs \vhicb 
lie could speak. 
But P.it ami Teddy 


and Ti'irenco of the s-i|iiad did not under- 
stand either. Then 
Vi u l m i r Nicholas 


Rnmin was partnilly dragged and pin 
tially kicked a n d c a i i i i - d to n dark cell 
and locked ri|), his sh >es bein^ n moved 
to prevent him K i c k i n g dncvn tha door. 
II'rp he n.-ule Mich tremendous u-u of 
vocal organs, rnging and smashing up 


TELEGRAPHIC 
NEWS ? 


Tarn»r Knocked Oat In th* KUventh 


Round. 


SAM i'BAKoi'co. NOT. 17.—The Pacific 


Athletic club to-oigiit resumed its program 
of monthly glove contest* which bad been 
interrupted for leveral week? pending the 
general election!. 
The 
n»w wigwam, 


where all of the clab'a finiph fights have 
taken place, waa packed with spectator* at 
an early hoar, the event on the card teing 
a battle between Charley Tomer, the col- 
ored middle weight of Stockton, and Jim 
Williams, the hard hitting pugilist from 
Salt Lak^. 
The match, which waa for a 


$1,000 purse, wag the second which had 
been arranged between the men, Williams 
having forfeited to Tamer several months 
ago owing to an attack of malatia. 
The 


contest was a good betting event and was 
well played by the gportiog contingent who 
came fr in Utah to wnn^sg it. From 7 
o'clock in tbe evening coin flaw into the 
pool box"8 upon opening up at 20 to 19 on 
Turner, then rallying for apace at fven 
money, wh»re Be-.erHl $50 and $100 beta 
were laid. 
A nnrnbcr of enthusiastic Will- 


iams mm risked their money at tiair-a at 
odds of 20 t ) IS with Tomer on the short 
end, but tit 8:15 r. M. Williams waa favor- 
itn Bt 10 to 9 


There wns much delay before the figdt 


oomccK-DCfd and it waa after 9:30 whrn all 
the 
prehnjiBttries wre settled, 
Turner 


weighed 153l-i and Williams 157. 


WillianiH Birippod with nothing but a 


breech clout nud nhoee on. 
He looked big 


befi'le the Muck miu, nnd u murmf-r ran 
among the spectators that Tomer was 
rmd.y hundicappud. 
Thomas Ch'indler, 


tbe veteran aporting man relereed tbe con- 
tent. 


Time was o»ll*»d at 9 13 p M. Tbe meu 


feinted severul seconds, Williams bruakuig 
ground friqu>-rjtly. 
Tomer nppeari-d to 


think he could find an opuniug for his left 
on the chin, but after the men vainly tried 
to draw each othi r on the round closed 
without u blow being struck. 


Second roond—Willmma feinted wilh his 


left and Turner bumped binndf to Ihorear 
bnt soon lifter braced up to the bi<{ mau 
nnd led a short left on the belt. 
Williams 


conveyed the ide.m of confident patience, 
while Turner, agile as ever, played for an 
op»ning. Turner led twice for the neck, 
and Wilhama' left pulsed over bis head. 


Third—Tomer, as 
in 
the preceding 


roaudn, m»t the Silt Liku man in the lot- 
tor's corner, from which he retired as be 
drew Williams oat. 
Charley led with bis 


It ft on the wiud nnd arm of Williams. 
Turner went fc r him hfin.l over lip.nd and 
then j.ibbed him in the wind as the ronnd 
closed atjd ran to his corner from Wil- 
liams' left. 


Fourth—Williams' long left spoiled sev- 


eral of th • Stocktonian'a essays, bat Ttif- 
ner cnugbt him near tbe ropes with hix left 
on the cheat, noon following it up with 
both bunds on the (HOC. 


Fifth—\\illintDS floored a 
couple of 


rights on the nbi, but Turner jabbed him 
a couple of hard ones in the face, nnd a 
right ot» tbe elbow. 
Williams gave him a 


ht smash on tbe head and a pretty bit 


of iu fighting followed, the little Stockton- 
ian giving th« big man Ins right and left 
like tt fury, dropping him once and send- 
ing him spinning the second time. 
The 


men fongbt themselves nearly ont in one 
of the hottest roanda ever seen hero, 
Turner clinging to the Salt Lake man and 


imng blows on him, nearly closing both 


his eves. 


Hixtfa—Turner was in much better con- 


dition mid forced thep,ten, 
Williams' long 


arms flew about wilrtly, but landed every 
time on Turner's head. 
The hit er con- 


tinued to jub him in the face despfra'ely 
and amid tbe tumult of the spectators the 
men fought themselves to a stMidstill, 
Tnrni r gou g down twue from the force of 
WillirtuiH* blows. 


Seventh—Both men came up shaky. 


Turner waa badly Jiandicni-ped by the 
pr-at reiuh uud superior height of tbe Salt 


A San Franclaco Murder. 


BAH FBANOISC-), NOT., 17.—A particu- 


larly bloody murder occurred, on Mont- 
gomery Avennb early this morning, when 
"Big 
Belle" Sullivan was stabbed and 


killed by Pat Sullivan, who went coder tbe 
title of the woman's husband. 


Tbe woman is a waitress in a beer ball 


and was coming from breakfast at a restau- 
rant with a companion named Ktttie Ennis 
when they raet near the Newton House, 
where they roomed, Sullivan, with whom 
the murdered woman bad not lired for 
some time. 


Sullivan grabbed the woman by tbe arm 


and with a few incoherent remarks, palled 
oat a large sheath knife and, despite her 
RtrogEjles, plunged it into her rapidly. Tbe 
first blow ripped a gash on the left side of 
sculp over three inches long, and the sec- 
ond blow was similar to the first, bnt half 
an inch lower. The Ennis woman screamed 
frr asuibtance and the other dragged her 
burly sssaliant along thn pavement in her 
eflhrttoget away. 
Sullivan held on and 


inflicted ten gasping wounds in her body, 
one nearly severing the Uft arm from the 
tboulder. 


The woman's shouting attracted tbe at- 


tention of Manu<l Silva who livid near by, 
and he ran to th» woman's aid. 
Sullivan 


attacked him, but with the assistitiee of a 
police officer he wa-. finally manacled and 
dragged to tha city prison, while the 
woman was removed to the hospital where 
she soon died. 
Su livan was taken to the 


morgue to review the remains, and ex 
claimed with a'i oath, "I'm 
glail she's 


dead, 
I got the knife from a wht,ler on 


purpose to kill her." 


The woman was 30 years of age nnd of 


large proportions, we'ghiog 
about 200 


pounds. 
She was formerly the wife of an 


Oakland policeman named Taylor, but left 
him four years ngo to live with Sullivan, 
who kept the "St.ig" paloon in thin city. 
Sullivan sold tbe saluon nbont a year »go 
and for Hom<> tiaae lived on the woman's 
earnings. 
Her refusal to further support 


him is supposed to have led to the tragedy. 


Four months ago the woman concluded 


to leave him and did so. 
After that he 


hound-cl her day and night, nnd threatened 
to kill her. He wai arrested every few days 
and was released the lust time on Sunday 
morning. 


Will Contest the Election, 


PORTLAND, Novembor 17.—It is under- 


st^od that the Democratic State Central 
Committee will contest tha election of the 
Republican elector receiving the lowest 
vote on the grounds that Nathan Pierce, 
the elector on the Populist ticket and who 
waq endorsed by the Democrats', did not 
have his full vote oonntei. la printing 
the 
officiU ballots Pieroe's nnmq 
was 


printed under both the Populist and Dem- 
ocratic groups by th'e Democratic County 
Clerks while the Republicans printed it 
only under the Populist group. 
It i«i al- 


leged by the Democrats that in counting 
the vote the Republican judges throw oat 
the ballots wh-re Pierce's name appeared 
twice. 
It ia claimed that in Clatjop 


county alone six bandred votes for Pierce 
were not counted. 
As the count stands, 


Pieroe is only a few hundred behind 
The 


Democrats sny they make the contest, not 
because Pierce'a vote is needed in the 
electoral college, but they want to make a 
test case. 


find ilowti, that tm tVur ot Joint; poisomil | L > k e mnn' but honors were comparatively 
injury to liimsell, ho \\iis auiiin s 
and securely str.ippoil down upon nn imn 
cot, leniaiiimg thi'ie all ni^lit and 
utTtil 


nfteinoon <>t the next (l<iy. 
Vl.itlmir did 


not eiijoy his sliinil»*is that uight nor 
did any of those- who wete in the imme- 
diate neighborhood. 


A Russian tolmrconist about 4 o'clock 


the next day wus called iu by the police 
to interview their strange prisoner in 
order to find out what he iiii^lit luive to 
say for himself. 
The facts abova given 


weie elicited. 
Inquiries rmda of the 


Russian Coimil 
further 
substantiated 


them and Vladmir was released. 


Sn it goes w i t h o u t saying, after the 


above, thut even the police of great 
cities may some times, however u n w i t 
iugly, be the instruments to cause the 
sword nnd la-.li of justice to descend upon 
ths back tli.it bus by best endeavor well 
merited them. 


It is reported that.the election of some 


of the Silver candidates ia this county 
will be contested, but apon what ground 
is not stated. 
The Silver party nominees 


were elected upon such healthy majori- 
ties that it would not seem a profitable 
undertaking to contest them. 


A Fatal Celebration. 


FATKTTTII.I.K, Ark , Nov. 17.—-The Dem- 


ocrats at Mountain View held a ratification 
meeting last night. A quantity of powder 
and fireworks were stored in tne, school 
bonne in which tbe rpenking WHS held. 
The house was parked when an explosion 
accidentally igrited tbe explosives, wr ek- 
ing the building and bur) ii.g the occupants 
in thn riiinp. 
TL< debris took fire in »«v 


e*nl v laco« utid it was with the utmoHt diffi- 
culty that the rrscners were enabled to ex- 
tinguish tbe flamig before they cremated 
t>,_ persons pinned among tha tirnb?rF. 
far- jl'heroi), one of tbe most prominent 
rpsulHPtrt o/ llie conuty, Lis son and daugh- 
ter, Si!»n Grobam »r>d »n unknown man 
»e.re k.lled and fifteen pt^ers it jarcd, some 
faUlly. 


even. 
Willianst bad but to send out his 


left »ud find the StocktoMan's head as tbe 
latter rushed in in an endeavor to score a 
kncck out with a right swing. At the 
middle, of the round both men were stand- 
log in the center of the rirg exchanging 
weak blows, though with all the despera- 
tion they were capable of. 


Eighth—Turner fought the white man 


inlo the lutter's corner and over the ropes. 
Williams ntreatfd to another corner and 
Turner bore him to the floor. Ths men 
clmcheJ and Turuer held Williams against 
the ropes, panching him amid cries of 
"foul." They were separated by tbe referee 
after much trouble. 


Ninth—lo tbe tcriffic slugging of the last 


three roundi Turner certainly got the hard- 
est blows, bnt he recovered with surprising 
rapidity. 
A smash in Williams' face was 


the best blow of this round. 


Tenth—Williams forced the fighting and 


got Turuer on the run. 
He captured him, 


however, and ra'ned his long arms upon 
the slight figure of the Stocktot.ian ntit.l 
the latter was foro^d to catch at theforuierV 
gloves to protect himself. 
He dropped to 


bis knees as the round closed. 


Eleventh—Williams forced the pane and 


landed both hands. Turner fled, but Will- 
iams leaped «ft(-r him and dropped him 
Fqnarely 
in 
bis 
tracks 
with 


terrific 
right 
bander 
on 
tbe 
neck 


He remained too long and was com,ted 
out. 
He aroa- end staggered to bis corner, 


but could not have struck Brother blow if 
tbe whole purse bad depended on it. 


A Fearful Kallread Wreck. 


KiNOiUN, A. T., Nov. 17.—One of the 


worst wrtcks ever known on the A & P. 
road occared seven miles east o' Hock- 
berry tuis o:orutncr. A broken wheel under 
the smoker threw tbe car off the track on a 
trestle and four other cars followed down 
tb» steep embankment. 
One man war 


killed atjd thirteen badly wounded, four of 
whom will die. 
The bruk^ninncrawled out 


iKroof^h the top of the r-ar c-uch ai.cl 
fl'igg-il the Btcoiu! sectu.ii of tbe train n 
lime to prevent it crashing into the wreck 
Ph« dead nod h.jored were inken to Peuob 
Springs. The u times 01 the victia.s or an; 


particular* are not obtainable to- 


alghl. 


He Saw the Meteor Fall. 


PETALUMA, Nov. 17.—The meteor seen 


last Moud«y nenr Cloverdale fell on tho 
ranch of F. K. Sprowles, j ist over the 
ooncty )iaa in Lake county. 
Sprowles 


WJB ont hunti- g quail and the meteor fell 
witliin abcnt twenty feet of bim 
He waa 


kncckxd down by the shook and it waa 
about five minutes before he recovered bis 
senses. It made a deep hole in tbe ground 
where it struck and many pieces of mete- 
oric metal were lyiug around for a space of 
200 f>et. 
Some of the opecim«ns Sprowles 


curried to Siiu Franciico to have assayed. 


San Francisco Races. 


SAN FBiKcrsco, Nov. 17 —Five and a 


half 
furtnngt— Gibson 
won, 
Ger/'ldine 


second, E^peranz third. Time, 1:06'^. 


One mile—Lottie Mills won. S«Dtu 


second, Revolver third. Time, 1:41. 


Mile find three-quarters—Bessie W won, 


Elmwood second, Northwind third. Time 
3:07. 


Vear* of an Indian Outbreak. 


Los AXOKX.ES, NOT. 17.—A •peoial to tbe 


ExpreM lUtes that much excitement and 
alarm wa« caoied in northemtern Arizona 
bj tbe threat* of a band of Navajoes nnder 
Chief Blackhorse going to war against tbe 
whites. A reqaeet Was Bent for troops, 
bnt General MoCook thinks tbat that con- 
tingency has not arrived and believes that 
a little exercise of caution will prevent & 
hostile outbreak. He telegraphed to tbe 
Indian agent to have the head men of tbe 
nation get together and call off Blackhorse. 


Farmer* Rejoicing. 


KANSAS CITT, Mo., N v. 17.—The beavy 


storm of to-day throughout Missouri and 
portions of southwestern Nebraska anj 
southwestern Iowa will greatly benefit tbe 
Winter wheat. 
Keports received at various 


railroad offices is that the fall of snow was 
as good as a heavy rain fall and has saved 
the Wintfr wheat. 


LIFVKE— In Heap, N. vadu, 


the wife of E A LICMC, a 


November 16, 1892, to 


DIKI> 


KfrRi'ti — I i Albersw 1 «-, Jvhenish, Bavartw, np- 


tubi-r 19, 1K92, busuimuh £er.h. mother ot JO 
and Louis Kcrth of Keuo. 
Han Fr&ncisco and faacramento papers please 


copy, 


— In Keno, November 16, 189', Michael 


Sheoley. nged 55 yenis. 


WRIT THORN i -In Vntlfjo, Callforais. Novembor 


17. 169i, Mrs Cam Whit. horn-, daughter of Mr 
and MrsO » Ayer of Heno. 


I SI 


SCROFULA 


It is that Imparity In the Wood, which, ac- 


cumulating ui tho glanda of the neck, pro- 
duces unsightly lumps or swellings; which 
causes painful running sores on tho arms, 
legs, or feet; which developes nicer* In tlie 
eyes, ears, or nose, often causing blindness or 
deafness; which is tKo origin of pimples, can- 
cerous growths, or the many other manifesta- 
tions usually ascribed to "humors;" which, 
fastening upon the lungs, causes consumption 
and death. Betng tlie most ancient, it Is tho 
most general of all diseases or affections, for 
very few persons are entirely free from It. 
H<;rB 
ce 
an CURED 


By taking Hood's Sarsaparflla, which, ty 


the remarkable cures It has accomplished, 
often when other medicines have failed, ha* 
proven itself to be a potent and peculiar 
medicine for thy disease. Some of these 
cures are really wonderful. If you suffer from 
scrofula, be sure to try Hood's Sarsaparilla. 


"My daughter Mary was afflicted with scrof- 


ulous sore neekfrom the tlmeshe was 22month« 
old till she became six years of ago. Lumps 
formed In her neck, and one of them after 
growing to the size of a pigeon's egg, became 
a running sore for over three years. We gave 
her Hood's Sarsaparilla, when the lump and 
all Indications of scrofula entirely dis- 
appeared, and now she seems to be a healthy 
child." J. S. CABITI.X, Nauright, N. J. 


N. B. Be sure to get only 
Hood's Sarsaparilla 


Bold by ail druggists, gl; sliforgS. Prepared onlr 
by C. I. HOOD & CO., Apolhecaiies, Lowell, Ma»«. 


1OO Doses One Dollar 


NEW TO-DAY. 


STOCKHOLDERS' 
MEETING. 


FiFTY-rEyr 
SUNDERLAXD'S ADVERT] SEM KXT. 


l classes of legitimate advertisements 


vot exceeding six lines, inserted in this col- 
umn at 50 Cent* per Week. 


Notice. 


W. C. Snodgrius is agent for the Rubbsr Pump 


»nd is prepared to pat ID new pumps o* repair old 
ones. 
novlGml 


tost. 


On Canter strtat. betweeniFonrth ana Fitth. a 


Urge wire ring with four keys Finder will kindly 
leave at this office And receive reward 
aovlS 


Thanksgiving Dinner, 


The ladin o! the Congregational Clmrch will 


nerve a dinner on Thanksgiving day In tbe base- 
ment of their new Church on North Virginia street 
where «vrr) thing pertaining 
to a first class 


Thanksgiving dinner can be had for 
S<^ c*nts. 


Orders for family dlnnira can be left at either 
Mrs. 
Flint's, Mrs. Finlays'm's or Mrs Coffin's. 


nov!2td 


Notice. 


DnrinR my absence in San Franciaco. where I 


shall purchase & large stock of gorda. Low Steven- 
son will attend to any auction business for me. 


novlOwl 
C. w B '"TON. 


Turkey**! 
lurKoy**! 


K. C Wills has a lot ' f choice turkojs, which he 


is fattening 
Go to his store. North Virginia 


street, and order one f r Thsuk'-^ivini?. 
novl 


Closing Out Sale of Summer Goods. 


JOHN SUNDERLAND, 


From and after this dato I will sell all the 


Summer and Fall Goods 


For Sale. 


Ix>ts and blocki Iu Conner's Eastern Addition 


•with permanent water right. 
Apply to Stephen 


Connor, Reno, JSOT. 
octltf 


To tlie Ladles. 


Ladies Tisltlng Beno wishing to improTo their 


health &re invited to call at Mrs B K Hunters and 
investiga'e theViavi 
eatment and secure a Health 


Booh free, 
MRS B K ntiNTFIt, 


Flnr Clothing. 


Go »Ed have your measure taken for u suit o! 


clothe* or an overcoat at the enlea agency of 
WnnamBker & Brown. Elegant line of samples 
jUBt received. 8t>lo, fit and quality guaranteed. 
Uniforms a specialty 
Fletcher Bui ding, one door 


nor h of Jostle" Court, Virginia ptrept, 
aepStf 


Plaao Tuuer. 


Oscar Hildebrandt, tuner of pianos aid organs, 


is in town and will receive orders at 0. J. Brook- 
ins' store. 
sepTtf 


J. IVestlukn 


Is now prepared to mako boots and shoes cheaper 
than ever before. Oall and see hlH improved roan- 
ner of maaulacturlng 
Repairing dnuo at short 


notice. Shop on north side of Virginia St. aug22tf 


fine Suits, 


From ind after this day I will make men's 


Tweed and Cheviot salts for 225. 
A good fit is 


guaranteed in all cases, 


JOHN SUNDEHLAND, 


Beno, August 4, 1893. 


For Rent. 


A first class upright piano, Inquire of 
Jj18 
MRS OORA PEEK. 


-A LADY WITH- 


A Baby Complexion, 


Now on hand at 


15 per ci. Discount 


Men's Medium Summer Wt. Suits 
Men's Summer Woight 
Youths' Suits. 12 to IS years 
Youths Suits, 10 to 15 years... . 
5 


Boys' Suits. 4 to 10 years 
4 


Boys' Suits, 4 to 10 years 
3 


Boys' Suits, 4 to 10 } ears 
2 


$10 00 


8 50 
6 00 
5 00 


00 
00 
§0 


JHTA.rrS 


Will be sold ;xt ;i groot sacrifice, 


Light Underwear, 


Will have to stand tbe *ame cut. 


Since the arrival of my Fall and Winter stock of cloth, direct 


from the manufacturers I find that I can make 


A Big Change in the Prices, 


N 


OTIC 15 is hereby given that the annual mttet- 
u g of iflo st ichhoHleia nf the nnl< n Drain 


Ditch will be held nt the Court House in Keuo on 


Saturday, November 26, 1803, 


At 1 o'clock r M, for thq e potion of a Board of 
Irnste/'fl and siuh'othur business as may lawfullj 
he transuded, 


By order of the President, 


T V JDLIEN, Secretary, 
Beno November 10,1891, 
td 


Strayed lloi era. 


Game to our ranch on Truclree Meadows ou Oc- 


tober ifi, tine bUclc and two sorrel horses, each 
jran lorl M O connected, Owner will please prove 
property, pay costs an] teke them away, 


DOYl8tf 
TWIDDLE BROS, 


Wanted. 


Bids for excavating a cellar by the yard, 30x80 


feet, on Virginia Street, Apply to 


novlSwl 
J E 8HVNVON, 


and fifty yards—Seridan won, Es- 


pt-racz sec nrf, El B lyo third. Time, 1:44. 


Five furlonRH—H«dgd Rose won, Oirlos 


Sfcond. Time, 1.01. 


Gorhurt MilUr ot Willow Point had his 


foot mashed yesterday on the road this 
side of the tuil bouse, saya the Silver 
State, 
He was bringing a load of hay to 


town and while walking beside tbe wagon, 
slipped and f.-H and one of the wheels 
passed ovpr his foot. 
Dr. O.irtwri«ht at- 


tended the injured man and set the broken 
bones. 


PEOPLE FIND 
That it is not wise to experiment 
with cheap compounds purporting 
to be blood-purifiers, but which 
have no real medicinal value. To 
make use of any other than the old 
standard AYER'S Sarsaparilla—the 
Superior Blood-purifier — is simply 
to invite loss of time, money, and 
health. - If you are afflicted with 
Scrofula, 
Catarrh, 
Rheumatism, 


Dyspepsia, Eczema, Running Sores, 
Tumors, or any other blood disease, 
be assured that 


It Pays to Use 


AYER'S Sarsaparilla, and AYER'S 
only. 
AYER'S Sarsaparilla can 
always be depended upon. It does 
not vary. It is always the same in 
quality, quantity, and effect. It is 
superior in combination, proportion, 
appearance, and in all that goes to 
build up the system weakened by 
disease and pain. It searches out 
all impurities in the blood and ex- 
pels them by the natural channels. 


AVER'S 
Sarsaparilla 
Prepared by Dr. J. C. Ayer & Co., Lowell, Mm». 
Sold by all Druggists. Price »1; six bottles, $5. 
Cures others, will cure you 


M'KISSICK'S 


JOHN PIPER 


OPERA HOUSE. 


-:- 
-:- 
LI.SSEE. 


CAUSED BT USING 


MBS. 
GRAHAM'S 


CUCUMBER AND ELDER 


FLOWER CREAM. 


Yesl after rising it dally for sli months a lady s 


akin will bo as pinli, soft and velvetly, as pure 
and clear as tho m'<st dulicious baby'K akin. 
It is 


Dot an artificial ca»ni( tic. 
It cleanses, rennes, 


purifies and whitens. 
It fesda and nourisheH the 


skin tissues, thus bari-hm^ wrinkles, marks and 
scurs. It is harmless «s dew and as nourishing to 
the akin as dew Is to the flower. Price, $1, Bot- 
tle lasts throe months, 


HAMI'LE BOTTLE mailed free to any lady 


on receipt of ten cents in stamps to pay for'post 
age and packing. I atly agentn w&Dted 


MBS. GiltVAIHK GBAHAM. 


"Beauty Doctor," 


3426 State Street. Chicago, Illinois. 


WILLIAM FiNNIGER, DRUGGIST. 


-O F- 


I have the largest and most com- 


plete stock of Cloth in the State. 
You can pick out any color or .stylo 
of cloth, ranging in price from 


$25 TO $50 PEE SUIT. 


A good fit will be guan ted in 


all cases. 
This is not a catch pen- 


ny advertisement, but a real busi- 
ness proposition. 


The sale on Ready Made Suits 


will last 60 days; the price on Cus- 
tom Made Suits will be for all time. 
It will pay you to examine my 
stock and prices. 


August 4, 1892. 


CLOTHS^iC. 


f? 


THE CHICAGO OF THE KOI1THWE3T. 


IN 


ONE 
NIGHT 
ONLY! 


Saturday Evening, Nov. 19, 1892 


Special Ecgngement of the Great 


GTiARA 
MORRIS 


IN- 


o o o o o o 
o o o o 


C L A I R E , 


An adoption from tbe German by Olara Moms. 


"The grea'egt actress during my career." 


-Dion Bjuccicault. 


"I nerer aaw anyone BO great " 


—Herry Waterson. 


"Ton havn one great artist in Americi, Olara 


Morris. HLo U wonderful." . 


-'Barah BeraharUt. 


"XL* greatest geniua prodaoed by Amerlcs." 


—A, U. Palmer. 


ADMISSION: 


Circle reserved 
$1 60 


Dr»s» circle, Admission 
100 


B«leonjr 
60 


Balcony, 
reserved 
, 
75 


Boiem, funr people 
$3, 4, 6 00 


Seat* now on sale at Plnniger'a drug store. 


0. 5OVACOVIOH. 
H. i, BEBHT. 


BERRY & NOVAGOVgCH, 


Wboleiale and Betall Doalors in 


STAPLE AND FANCY GOODS 


GREEN AND DRIED FRUIT, 


7eget&bles, Hardware, Crookery, Glassware 


TOBACCOS, WX8E8, LIQUOBB AHD 


OIOAR.S. 


1ST All the novelties in Fanry GrocorlM. No 


need to send away for choice Kood«. Oasb trade 
volloited. and natjafaction ffnaranteed. 


PALACE RESTAURANT, 


TN PALACE HOTEL, • . BENO, NEVADA 


J. OODFBBY, Proprietor. 


MEALS AT ALL HOURS, 


THE 
HONEY 
LAKE 
VALLEY 


You will Find S5O,e€C5 Aere« of 


THE RICHEST LAND IN TBS WEST 


WITH 
WA.TKK, 


At from S7.5O to S1O per Acre. 


— Honey Lake covers 100 square miles, on whose waters a — 


SIXTY-TOM STBAMSiSa 


Will soon be launched. .A.MELI3B E., th c termi 


nus of the N-C-O. Railway, is less than three months old, yet 


Slie Mas a $3t>,OCO 


A 
dozen or more business houses, a good newspaper, 


more than one hundred young men pushing var- 


ious enterprises. 
Come and sr-e us. 


C'al. 


and 


DAT OR NIGHT. * 


OYSTERS IN EVERY STYLE 


7Th* public can rett atiurod that the Palact 


Refttsnrant will tw maintained in • Brat-oUm 
manner 


We Have Received our New und Well Assorted Htock of 


Fall and Winter Goods. 


Everybody ia cordially invited to inspect our display. 


ELM 


Druggist. 


Merchant Tailoring 


Something: New For The People ! 


TITLIUS TBITEDBAITM has returned to 
tJ 
Jtteno and op-ned a men » ant tailoring e«*ab 
llBbnient in C TV B..oton'a «u.-uon rooms on Vir- 
ginia street, and is prepared to H ofee tbe fineflt 
nulls to order at tbe most reasonable rates. Me 


koii a tpccitllyof . lentiiDt; aad repairing and In 


tbe making of latrat styles of 
Ladies' Jackets and Cloaks. 


Also acent for tbr FoatPr Woolen Company of 


Kauaia City, Mo. who mannf/i. ture tbe finest 
w<>ulin clutria, *n 1 is one of tne largest e^tabll.b,' 
tiDtg iu (be £xat. 


A large quantity r.f ?ainpl<s always on hand, and 


I cordi <l!y in rite myfrienfla and tbe public gen- 
erally to call and inspect them. 


•orttf 
JULIUS TElTCtilAUM 


FINE 
PERFUMES 


1OILET ARTICLES. 


Manager. 


Leading Boot and Shoemaker 


OF RENO. DEALER IN 


S. 
H. E. DATII ; 


THE ARCADE SALOON, 


COMltEZOIAI, BOW, BIHO. 


FINEST WINES, LIQUORS, & CIGARS 


ABMANKO it DAVIS, Prop!' 


OOTS 


The 
OES 


Cheapest Mouse in Town 


W O E K D O N E IN 
A W O B K M A N L I . K E 
M 


No Botch Work Allowed to Go Out of U.e Shop. 


Jf. F. PAVOLA. 


BEANOH SHOP IN VBEDI. 
.Virgitua tr«*K, BENO, HKT 


IN FW SPA PERI 
NEWSPAPER! 


lllUKEtAIUIkTATEJKHAl 


PHIGB OF DAXLY /OUBNAL, 


J T I V T K B N CKJTT9 
P K K W £ M K 


T>«llT»rad br Garner 


FRIDAY.. 
NOVEMBER 18. 1892 


TIME TABLK9. 


Tim* of Arrival and Departure of Train* 


at Keno. 


•Tlie following table g v«i the ttmr of «rrlY 
departure or pu>eng«r tr»in« tt B*no: 


Ontr»l P»clftc— 


No 1, ftaatbuuiid exprens.... 
No. 2, w«tbonnd i:,ipre««... 
No. 3, eB8tboiin<l express ... 
No 4, Wf-stbound *spr*8»... 


Virginia fe Trnck»e— 
No. 1, Virginia i-xprewi 
No. 2, Ban Frinrmco *xpreit8 
Noe 3 A 4, local pMutenge 


Nftydft fc Cah'orult— 


Expn-iManrI frHp-tje 


10-10 prr, 
« 3< » m 
7.25 a cu 
9-30 pm 


8-49 p m 


11.46 a m 


4-4/j p m 


10-20 p m 
8-50 a m 
7-35 a m 
9-40 pm 


7 -85 a m 
1-48 p no 


8-10 a m 


Official Returns of Washoe County. 


Time of Arrival and Departure of Mail* 


at Keno. 


MAIL 


Sac Franclxro and 8»c'to.. j 
Oil. (w»«t of Truok«e),Or., W 
T. and B f! 


Eaatfrn Nevada nud utfttp» .... 
Virtflnli, Carson, Olenbrook 
and H»uth«rn Nevada 
Mon", Inyo aud Alpine ooou- 


tlm>, <;al 


SuH«nrtll«. Cedarvllle, Qutncj 
and polutx north 


Buflfilo Mfadowt* t Momlayw). 


7-25 a m 


1 25 a 
9-ao p m 


8-45 p m 


8-46 p in 


4-46 p m 


8-15 a 
8-00 p 


8 00 p m 
8 65 a 


0 58 am 


C-55 a m 


7 31 a m 
7-30 a m 


BnndayH rrc»m 9 A M 


— from 
to 10 A. : 


B-30 A. M to e *. u. 


Presidential Elf>etors— 


D. L. Bliss R 
7 
1201 129 


A 0 ClrvelnDd, R 
75 118' 129 


J R Farrell, R 
73 1181 128 


BFBilpy. D 
3n 
69. 85 


Joseph R Ryan, D 
30 
70. 85 


Theodore Winters, D. .'. 
29 
70 
86 


M 8 Bonnifii-M. 8 
11 179252 


C C Pawning, 8 
113 182' 854 


Tbom»» Wrtn, 8 
11 
179' 251 


Ahraro B-tnta. P 
1 
6 


Charles F Moor*, P 
11 
6 


William WiUon, P 
1 
7| 


Representative in Congress— 


Charles H Gardner, Pro 
61 


J C Hag«-rm»n, D 
j 
]1 
2ll 


FranemG Nf-wlaods, 8 
138 231 


Williatn Woodhnrn, R 
) 
5 
94 


Justice of Supreme Conrt— 


C H BMknup, 8 and D 
J 1 3 
227' 338 


Board of Reg«-nte, Long Term — 


H L Fihb. 8 
j 10 
166:221 


FLpiainon. D 
j 
21 
3?' 
64 


HBRalc, R 
9 
135,' 165 


Beard of Regents, Sbort Term— 


J FDonglus, 8r, D 
29 
49' 72 


BBXO. 


1st 
WTJ. 


2.4 
WD. 


3d 
WD. 


1 


8 
8 
82 
18 
18 
18 
71 
75 


io;. 
10 


4 


331 


307; 
1C8| 


90 
10 


104 
4 


105 


77 
18 
67 


18 


63 
56 


60 
43 


64 


48 
6 


54 


56 


6j 9 
6 9 
5 9 
1 6| 


• 6 
..! 6! 
1830! 
1830] 
18'30 


T 


3' 
"7 
' 


' 


2428 


• I 9 
5' 6 


533 
530 
531 
232 
234 
237 
834 
834 
834 
29 
29 
30 


£5 
97 


1011 
411 


1068 


Highest of «n hi T in mfrg Power—L«t»«t Ul S. Gor't Report. 


Baking 
Powder 


ABSOLLTTELY PURE 


15HEVIT1KS 


Alf Doten, the well-known journalist, is 


in Reno. 


T. A, Reed of Franktowo was in town 


yesterday. 


Fred Hagerman 13 seriously ill- with 


typhoid fevor. 


Judge Bigelow passed through to Carson 


yesterday morniog. 


Bids wanted for digging a cellar. 
See 


ad. under "New To-day." 


Dr. C. J. Mullen ia registered at the 


Palace Hotel, San Francisco, 


Teeth extracted and G \id painlessly or 


BO charge. 
Porter Brothers. 
* 


For painless Dental operations go to 


Porter Bros., Commercial Row. 
' 


Mrs. A. D. Bird departed for Long Valley 


yesterday on a visit to her mother. 


Teeth 
extracted 
painlessly, $1; old 


method, 25 cents. Porter Brothers. 
* 


Go to the Palace Bakery for fresh whole- 


vome bread, cakes, pies and candies. 
* 


Clara Morris and party passed through 


to Virginia City yesterday morning. 


Notice of a stockholders meeting of the 


Union drain ditch in another column. 


For enlargement of the liver and other 


liver bffoctioos, Ayor's Barsaparilla is best. 


For female weuknesa 
use 
Mestnia's 


French female pills. Sold by MoCnlloagh, 


A. J. MaOarty beat George W. Leldy for 


Assemblyman in Egmeralda county by only 
6 votes. 


Plumbing, tinning and pipe work done 


at the lowest possible prices by Lunge & 
Sohmitt. 
" 


Any one having lost three horses will 


find something of interest to them in the 
60-0801 column, 


Bargains iu cook stoves, heating stovee, 


ranges and bouue furnishing 
goods at 


Lauge & Sohuitts, 
* 


In to-day's issue will be found the en- 


tire election returns of the county as can- 
vassed by the Board of Commissioners yts- 
terday. 


The Grat gray hair should be a warning 


that the scalp needs the btrt>rgtliening ap- 
plication of Aytr'a Hair Vigor. Don't 
delay. 


The young people of Verdi are rehearsing 


the drama "East Lynn," which they will 
put npon the boards at that place Thanks- 
giving night, 


H. M. Yerriugton, Colonel W. J. Suth- 


erland and other well-known mining men 
sailed from England em route for the Fa- 
clfio Coast yesterday. 


News: The Carson river is steadily in- 


creasing in volume, but the Morgan and 
Vivian mills are the only two that are run- 
ning to a full capacity. 


Mrs. Hillman, wife of Prof. F. H. Hill- 


man o( the State University, departed yes- 
terday for Ithaca, N. Y., where she goes 
lor m-dica! treatment. 


Mias Hardie, who has been visiticg with 


her sister, Mrs. J. M. Neil), for a year past, 
departed for her home at Washington, D. 
0., yesterday morning. 


Dr. W. A Phillips is reported as having 


serious trouble In San Francisco with an 
• Jliotion of the vocal organs, superinduced 
by inflammation of the tbroat. 


Twaddle Bros, yesterday purchased 120 


head of beef cattle of Abe Scott of Fish 
Spring), which they will fatten for the 
Spring market on their ranch south of 
town. 


Mrs. O. W. Ayer [departed for Vallejo, 


Cal., last evening to attend the funeral of 
her daughter. Mrs. 0. W. Wbitthorne, who 
died at that place yesterday of spinal 
trouble. 


The editor of the Independent wishes to 


Inform his brother? and sisters of the Ne- 
vada prass that the voters ot Elko county 
sent him up Salt river instead of to the 
Legislature. 


The funeral of the late Miehael Sheeley, 


will take place from the family residence 
near Lake street, between Third and Fourth 
at 2 o'clock this afternoon. Friends and 
acquaintances are respectfully invited to 
attend. 


There was only one man in Ely, White 


Fine county, who had the hardihood to 
shout for Cleveland on flection d»y. Ha 
•till lives, audit is suggested that he should 
be 
r< warded by being appointed post- 


master. 


General Manager Farnsworth of the 


Austin Mining Co., informed the Ad vo- 
cals that b.9 bad arranged to put electric 
light in the Union mine and also in the mill. 
He ulso caid that he would supply the 
town if the business people wished him to. 


B 
Jo'in H Kikkf-ad, H. . 
C E Mack, 8 


* Members of the Assembly — 
a 
WHller Els, Pro ... . 
J F Eromilt. R 


U 
JPFoulhs. P 
A D Griffin, P 
Ja» O Gregory, D 
. 
S A Harnlin, R 
\V H Hnynes, Pro 
T G Herman, R 
H L W Knoi, D 


1 
C A NororosB, P 
W H A Pike, P. .. 
8 8 Sears, D 
1 
E C Sessions, Pro 
Jacob tjieiner. Pro. . 
Benjamin Titus. D 
D C Wheeler, R 


For Sheriff — 


W H Caogblin, R 
. . . 


John Hayes, D 
R C Lecper, P 
J G Westlake, Pro 


Connty Cltrk — 


G W Campbell, Pro 
O Evans, P 
W A Fogp, R 
W HNoyes, D 
O H Perry, S 


Recorder — 


W D McNeilly. R 
J B Williams, P 


Treasurer — 


D B Boyd, P 
A A Evans, R 
M Tnrney, Pro 


District Attorney — 


B F Cnrlf-r, P 
_ 


H A Waldo. D 


Public Administrator — 


H P Brown. P . . . 
B (Janipbell. D 
H P Pavola, Pro 
J V Peers, R 


Connty Surveyor — 


F L Gould, R 
T K Stewart, P 


ComnaiflHionpr, Long Term — 


Geo Alt, P. ... 
T K Hymers, R 
M E Ward, Pro 


CotumiHsioner, Short Term — 


I N BtikMesH, D 
Jumes F Crosby, P 
H M Frost, R 
E Morrill. Prn. 


10J 


K 
95 
10S 
10S 
17 
76 
13 
75 
18 


106 
97 
16 
11 
10 
24 
105 


103 
54 
63 
6 


9 
69 
64 
51 
46 


10 
89 
120 


120 
88 
10 


116 
89 


84 
18 
16 
103 


Of 
1161' 


113 
03 
16 


61 
71 
71 
16 


11 
17 


P 


14" 
1& 
20 


« 
12 


9 
2 
18 
16 
2 


4 
15 


15 
9 
10 


i 
13 
64 
93 
80 


f 


125 
203 


174 
165 


5 


165 
175 


146 
32 
12 
153 


116 
201 


182 
161 
11 


83 
142 
117 


12 


E 
1 12 
2 24 


r i 
1 16 


26 
29 
3 
13 


IK 


31 


27 
264 


2f 


*i 
4 


41 


17C 


163 
134 
176 


6 


6 


160 
90 
123 
91 


8 


156 
290 


276 
181 


6 


245 
210 


225 
39 
9 


177 


149 
288 


294 
158 
25 


107 
182 
149 
17 


4 
6( 


7 
8( 


1 
] 


3 
54 


} 10( 
3 115 
2 
( 


3 
4 


} 
) 
5 


1 llf 
1 12-i 


4C 


6 
4 
5 


5 
51 
21 
42 


67 
94 


88 
72 


96 
47 


67 
151 
81 


61 
89 


76 
83 


3 


134 
32 


3 
44 9 7 5 £ 


) 
56 55 39 15 2£ 


1 
2 2 .. 


I 
471244 511 


i 
69 3342029 


i 
59 7382027 


i 
3 3 7 1 7 


50 0 5 5 13 
. . 3 
. . 2 


44 9 39 5 li 
2 4 7 . . t i 


57 46 33 20 27 
57140 29 20 25 
3 1 4 . 
7 


2 2 1 . . 
.. . 2 i 
2 


6 5 7 . . 5 


48 18 41 5 15 


47 1340 5 7 
23 16 16 11 27 
40 37 28 10 12 
1 
. .. 


2 


29 31 27 6 6 
37 527 4 7 
22 18 18 2 18 
10 8 10 12 14 
2 1 1 . . . . 
41 11 40 3 9 
62 53 42 3 36 


575346 1932 
46 12 37 7 12 
. . . 1 


544941 1830 
44 10 3: 5 16 


49 50 3' » 21 


7 2 f 
1 10 


1 . . . 
. 1 


47 84' 
615 


43 9 ' • 
7 


63 50 3f 19 17 


4631 '811 24 
5622 4 
iO 


4 6 4 . 2 


10 9 S 
12 


4839 
31 


4010. 
'3 


1 3 
1 


> '. '.'. s' 4 3 
4 


71 2 3 '* 
8 


. . 7 i 31 
5! 


7 8 . 2 
8 ( 


7 8 . . a| 
9! 
. . . . 1 4 
1 


. . 7 2 4 
5 5 


<• 


. . 4 5 5 
4 E 


. . . . 4 2 ! 
1C 


7 8 . . 2j 
8£ 


7 11 . 4 
84 


.. .. 1 .. 
S 


.. .. 1 ..| 
S 


.. .. 1 . . j 
2 
.. . 13 
14 


. . 6 9 4 
6 2 


. . 8 9 5 
6 2 


. . 4 2 2 
4 2 


7 2 . . 1 
531 


. . . . . . . | 
2 
7 6 1 5 
5 0 


. . 3 . . 1 
34 
. . 3 8 2 
3 7 
. . 1 2 . 
31 


3 
. . 3 . . 3 
54' 


71210 5 
95' 


7llOll 5 
89f 


. 4 . . 3 j 
625 
2£ 


7 4 7 5 
8 3 6 


. 7 2 2 | 6 4 4 


7 4 1 1 
7 0 8 
. . . 1 2 
132 


45 


. 11 8 6 
658 


. 6 3 6 
5 4 0 


7 6 8 2 
9 1 4 


7 5 . . 3 
847 


. 9 10 4 
658 


. . . 1 . . 
69 


. . . 2 1 
2 9 6 


7 2 2 7 
6 9 2 


.11 7 .. 
611 
. 1 .... 
63 


780 
170 
578 


200 


36 
586 
362 
935 
115 
526 
35 
158 
106 
391 
344 
86 
35 
26 


Deserve* Attention. 


If yon bare money to invest io Reno 


real estate, either in large or small amounts, 
the Reno Real Estate and Investment 
Company offers moat particular induce- 
ments to yon. Ry investing in its shares 
of stock yon participate in its investments 
which are governed by its able and experi- 
enced Board of Trustees, constating of Mr. 
O. T. Bender, Mr. Sol Levy, Mr. C. C. 
Powning, Mr. Gen. F. Tnrrittin and Mr. 
A. O. Fletcher. The principle object of 
the company is to purchase and Improve 
central<y located business property in the 
city of Reno. Everyone is of one mind aa 
to the desirability of socb. investments. 


The company is incorporated with a cap- 


ital of $100,000, divided into 20,000 shares 
of the par value of five dollars each, and 
from its already large list of share holders 
there is every reason to believe that it is 
destined to become one of the most flour- 
ishing companies in the State. 
Of its 20.- 


000 shares there have- been 12,000 said 
since August 1st. 


Its shares are sold upon the monthly in- 


stallment plan o( ten cents per share, in- 
stallments to range over a period of fifty 
months. In this way persons of moderate 
means are enabled to combine and partici- 
pate in investments that usually only fall 
to the lot of the fortunate capitalist. 
Mr. 


F. M. Lee, the Secretary of the company, 
will be pleased to furnish any desired in- 
formation. 


OfJB SCHOOL FUNDS. 


THE WHITE HOUSE ADVERTISEMENT 


THE WHITE HOUSE! 


Has Received an Immense Stock cf 
Fall and Winter 


County Treasurer Boyd'i Annual lUpert-Th* 


RecelpU and Dlabarsemenu. 


Annual report of the County Tieasurer of Washoe 


county, Nevada, for the school year ending August 31, 
A. D. 1892, showing the balance in each fund Sep- 
tember I, 1891, total cash received, amount appor- 
tioned to and paid from each fund for the year, with 
balance in the funds at the close of the year; also the 
number of children between six and eighteen years ol 
age in each district, for the years 1891 and 1893; also 
the monthly salaries paid teachers in the different 
districts. 


BALANCES IS FUNDS SEPTEMBER I, 1891. 


•QR.NTS'- 


In General School Fund... 
In District School Fund... 
In Reno School Redemption 


Fund 


In State University Redemp- 


tion fund. 


$1,190 23 
11,709 14 


1,080 82 


1,699 


Furnishing Goods, Hats,Caps,Boots, Shoes. 


And a Full Line of Youths', Boys', and 


Children's Clothing. 


We are exhibiting the finest line of Clothing and Gentrf 


Furnishing Goods, ever brought tc Nevada, and we are selling 
them at Lowest Prices. 
CALL, 
AND 
GET 
A 
FINE 
DRESS SUI1 


Latest. Style, ONLY $10. 


Total Balances 
$151679 26 


RECEIPTS FOR THE YEAR. 


A CHANCK 
FOR OUK GIRLS. 


A. Wall from Wad it worth and a Carload 


Wanted P. D. Q. 


The following touching wails, comparable 


only to the last sighs of the moor for pure 
and unadulterated pathos, oome from the 
pilpituting bosoms of the lone, lorne 
swaiun of WadBwortb, as voiced in the Dis- 
patch, and waft themselves npon the east 
wind like the exquisite 
odors of the 


cabbages which bloomed Spring before 
last, tra la: 


"Somebody write to Boston for a oar- 


load of girls." 


And again: 
"Girls oome to Wadaworth; good people; 


nice young men; good wages; rivals scarce; 
more children to the square foot than any 
other town in the State." 


Ah, nice young men! Aud the children! 


Think of it! More child to the size of 
their feet than any town in the State. On 
the simple ground of economy iu shoe 
leather this is a strong inducement and 
should have been dwelt upon more largely 
than the Dispatch has seen fit to. Another 
inducement remarkable for not being men- 
tioned is the fact that chewing gum grows 
upon the sagebrush around Wadaworth 
So girls by all means go. Go to Wads- 
worth. Leave the low vaulted past and hie 
hence to the land where rivals are scarce 
and the pommegranits of Eden bloom 
sweetly forever, and 
nice young men 


abound plentifully and children are not 
disproportionate to the size «f their hats. 
Go. 


Clara Morris. 


A tremendous audience shonld greet 


Clara Morris at the Opera House next Sat- 
urday evening, for she is unquestionably 
the greatest actress of her time in what is 
known as the emotional drama. 


Aside from her command of physical 


symptoms Olara Morris hat one other and 
undoubtedly a much higher gift, which her 
critics are stew to aokuo.sUd^e and bar au- 
dience quick to feel. 


It is the ability to be deadly in earnest 


whenever she has a wrong to complain of 
or a sacrifice to make. At such times she 
appears to pass over into conditions of 
personal experience. 
Her voice becomes 


strenuous and intense, her muscles betray 
her stress, she arrests the breath and stops 
the beating of the heart by the undeclama- 
tory concentration of her tones and the 
freighted poignancy of her manner. 


It is therefore as Niobe, and not aa "bns- 


kined nymph of unfettered joy" that the 
world consents to regard Clara Morris, and 
it is very certain that through her has 
oome to us some of the inexplicable wails 
of orphaned humanity; sad, far away mis- 
eries of woman'? fidelity and anguisb, and 
phantom faces of silent wrong* wrought 
open by love and despair. 
If men and 


women turn stiil from the allegro of life to 
this peaeerose it is because in it there still | 
continues to tremble and weep some of the 
truths that lie along the right side of na> 
lure, and some of the gifu that occasion- 
ally break into art without so mnoh al 
your leave. 


A Lodge of Pythian Slaters OrganUcd at 


ITadsworth. 


The Wadsworth Dispatch Bays: 
Mrs. Lizzie a Miller of Austin as Deputy 


Supreme Chief, assisted by Mrs. J. Steritt, 
also of Austin, organized Calantbe Temple 
No. 3 of Fytbian Sisters at Pythian Castle, 
Wadswortb, on Friday, November 11,1892, 
and installed the following officers: Mias 
Agnea Steele, Past Chief of the Temple; 
Mrs. W. MaoPherson, Most 
Excellent 


Chief; Mrs. W. H. A. Pike, Excellent 
Sanior of the Temple; Mrs. F. Klemm, 
Excellent Junior of the Temple; Mrs. J. F. 
George, Sister Manager of the Temple; 
Mrs. A Arthur, Sister Mistress of Record 
and Correspondence; Mrs. J. B. Fin ley. 
Sister Mistress of Finance; Miss Maggie 
Donelin, Sister Protector of the Temple; 
Mtss Clara Fin ley, Sister Guard of the 
Outer Temple. 


The work of organizing began Friday and 


was completed Saturday evening, at which 
time an excellent repast was served and the 
Sisters began their good work. 


Temple No. 3 will be of great help to 


Pyramid No. 19, and we predict a rapid 
growth in the membership. Monday even- 
ing the Temple gave their first danoe at 
Music Hall. The ballroom was handsomely 
and tastefully decorated, the colors b-ing 
yellow, white, red and blue, symbolic of 
Equality, Purity, Love 
and 
Fidelity. 


Sir earners bearing Friendship, Charity and 
Benevolence adorned the ceiling, while 
colored triangles for Hall and Temple orna- 
mented the stage. The grand march was 
led by G. A. JlaoPherson and Miss Annie 
Bowers, and the Uniform Rank participat- 
ing made a brilliant scene. Table* loaded 
with good things were found at the Wads- 
worth hotel, where supper was served. 
Everything in connection with Caianthe 
Temple No. 3 baa thus far been a success 
and we opine it will be of great good all 
around. May it prosper. 


S. 8. Seara returned yesterday morning 


from Santa Cruz, Cat, where he was 
called a short time since, his son Laving 
been shot in the thigh by a ball from a 
squirrel rifl». 
Mr. Seara reported his boy 


getting along nicely. 
The ball passed 


through the fleshy part of the right thigh 
and lodged in the bone of the left where it 
still remains the doctor thinkin g it beat not 
to probe farther. 


Will be UroMgut Back. 


Sheriff Fellows received word yesterday 


that Frank W. Freeman, the young fellow 
who swindled several Winnemncoans out 
of various sums by means of bogus drafts, 
bad been arrested at Elko. The officers 
there telegraphed that Freeman offered to 
refund the amount the drafts called for. 
The sheriff replied that if the prisoner paid 
baek the money and the costs of eatobiug 
him, those whom he defrauded would not 
prosecute him. 
Freeman refused to psy 


the coets and Deputy Sheriff Nofsinger left 
for Elko this morning to bring him back 
to answer to a charge of obtaining money 
under false pretenses.—Silver State. 
*^»- 
. 


Tolling the Truth. 


It's common saying that newspapers lie, 


but when an editor writes a thing and puts 
b£ name to it yon may be sure that be is 
telling the tnrth. 
Read this: "We have 


never before said one werd in fatcr of any 
patent medicine advertisement in our col- 
urns, but having given Simmons Liver 
Regulator a fair trial, we do not hesitate to 
say, that for Dyspepsia and general debil- 
ity it oannot be excelled. "—Fred M. 
Ghilds, editor "News," Knnton, Ohio. 


James Fory, a yonng Savage miner, re- 


ceived a serious injury while at work Tues- 
day evening. He accidentally ran a wire 
into one of his eyes and nearly destroyed 
the sight. The injury was «o severe that it 
was thought best for the yonng man to go 
to San Francisco for treatment. He left 
for that city last night accordingly.—En- 
terprise, 


Received from the State.... 
Received from county tax.. 
Received from Reno school 


redemption tax 


Received 
from 
University 


tax 


Received from Verdi special 


school tax 


Rec'd fr»m Trustees Reno 


school, damages. 


$13,916 01 


18,476 10 


'.«°5 73 


897 28 


i,375 27 


Total Receipts 
$35,774 69 


Total 
$Si,453 


DISBURSEMENTS FOR THE YEAR. 


95 


Men's Suits from S6 Up. 
Youths' Suits from S4 Up. 
Boys' Suits, knee pants, from SI.5O uo 


Don't Fail to Inspect Our Stock of FURNISHING GOODS, it is complete and wll 


be sold at Prices that Defy Competition. 


Our assortment of Silk Handkerchiefs, Neckwear, Gloves, Col- 


lars, Cuffs, etc, etc., is the largest, the latest, and 


choicest that the market affords. 


Paid from Dist. Funds 
Paid Contingents 
Paid 
Reno school 
house 


bonds 


Paid interest on Reno school 


house bonds 


Paid State University bond. 
Paid int. on State Univer- 


sity bond. 


$28,352 30 


45 60 


1,000 oo 


926 90 


1,000 oo 


1,170 


ever 


When Baby was sick, we gave her Costorla. 
When she was a Child, sue cried for Castoria. 
When she became Miss, she clung- to Castoria. 
When she had Children, she gave them Castor!*. 


The Thanksgiving Masquerade Ball. 
The Knights of Honor wish is under- 


stood that no person of questionable 
character will be admitted to their danoe; 
everybody in mask will be examined by the 
committee. 


Take a look at the magnificent prize for 


best sustained characters of a couple, tf 


Central Committee Meeting. 


There will be a meeting «f the People's 


County Central Committee at B. F. Leete's 
Thursday evening at 7 o'clock. A full at- 
tendance is desired. 


B. S. OSBUBII, Chairman. 


B. 0. MOOBB, Secretary. 
nolStd 


Overcoat*. 


Fine Milton and Beaver overcoats mad* 


to order for $20 and upwards. Do not fail 
to see the elegant samples at Wanamaker'n 
& Brown's, Virginia street, next to Justice 
Court. 
noitf 


Nolle*. 


Having returned to Reno and located my 


barber shop at Ch»se & Boyenton's corner, 
I will be pleased to have my friends and 
the pnblio generally give me a call. 


o28-tf 
o. Cox.nux. 


John Sunderland has a fin. stoek of 


French and English goods and is turning 
oat some finely finished raits to older. 
His tailors are first-class workmen. 
* 


D^PRICE'S 
«?af 


The only Pure Cream of Tartar Powder.—Ifo Ammonia- No Alam. 
ea in Millions of Uojoes—40 Yeort the Standanl 


Total Disbursements 
$32,494 80 


BALANCES IN FUNDS AUGUST 31, 189*. 


In General Fund 
599 41 


In District Fund., 
'7,673 74 


In Reno School Redemption 


Fund 
259 65 


In State University Fund.. 
426 35- 


Total balances 
$18,959 '5 


BONDS OUTSTANDING. 


Eleven Reno School House 


Bonds 
11,00000 


Nineteen University Bonds. 
19,000 oo- 


Total 
$30,000 oo 
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Paid for 


Contingen 


§s 
«•? 
I? 


Pd for Library 


and Apparatus 


I 


Our stock of Fine 
Hats is the largest and 
besc 


brought to this city. We are sure to satisfy you in color, 
style and price. J. B. Stetson & Co.'s Hats, best quality, 
only $4.60. 
H 
Jt 


.Trunks and Talises too Numerous to Mention. 


Buckingham & Hecht's Boots and Shoes, the Best 


Foot-Wear in the Market. Every Pair Warranted. 


COUNTRY ORDERS SOLICITED 


THE WHITE H O U S E 


ABRAHAMS BROS. Props. 


19 Commercial Bow, Beno. Nev, 


Branch Store, 109 Main Street, 


BAN 
Walla Walla. Washington. 
PRANCIROO OFFICE. 121 8AN8OME STREET. 


Of Our 
Own Importation at Wholesale 


.A.T R. HEEZ'S, 


Prices. 


KEE1DRIOIC, 
UEB 1H - 


Imported and Domestic Cigars, Cigarettes and Tobaccos. 


DEAUEB 1H 


Depot for Eyeglasses Of Pebble or Olui, with rnbbcr or 
•teal and •kilfullj fltt«d to uj »ft*. 


WATCHES, CLOCKS AND JEWELRY REPAIRED 


WITH SKILLi AND CARE. 


NEXT DOOR TO W. O. H. MARTIN 
COMMERCIAL BOW. 


D. B. Boro, C00MT Ti 


SON TON 


Commercial Bow, 


HAS ENLARGED HIS BUSINESS 


With a fin* Une of 


GENTS' FURNISHING GOODS, 


AND A FULL1LINE OF.HATS. 


He will Sell Goods Cheaper than Any House in the State. 


w 


A perfect fit 'guaranteed or no sale. Don't fail 


to give me a call and examine 


IN £>V SPA PERI 


